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Executiue Board Approves 7.5% 
Tuition , Fee Raise For 1976-77 


By PAUL MISNIAK 

On Mar. 25, the Executive Board of 
Trustees approved an increase of $100 
in tuition, $10 in room and $15 in 
board fees per semester. Thomas 
Student Association executives for 1976-77 are, seated: Secretary Sue Beecher and , Crowley, Vice-President for Business 
President Deb Frantz. Standing: Treasurer Phil Peterson and Social Vice-President Affairs, provides an insight as to the 
Dan Clark. necessity of these increases. 

# a a # I m Like many private colleges, a sizer 


First Female S A President, 
Other Executives Elected 


tween eight and ten percent, Crowley 
stresses “Prom my standpoint, I am 
very pleased that despite the finan- 
cial difficulties of private colleges, 
we have accomplished these goals. 

“Institutionally we are trying to 
devote our resources to generating 
income outside of student fees. We 
are continuing to intensify our efforts 
for resource acquisition and funding 


able portion of Saint Joes money h h ivate ^ In the ta . 
originates outside of those fees paid medlate {uture one o( , he most im . 
by students. A total of 68 percent of factors (or (inancial flexibu _ 

the past year's income comes from is fncreased enrollment. An im- 

student tuition, room, board, and ed enrollment would give us the 


miscellaneous fees. The other 32 per- 


By EILEEN^S. MC GINNITY 


sociology" major from Rochester, Ind., 
plans to concentrate on strengthening 


ability to expand our services and 


cent, about $1,447,000, must come extend our educational opportunities,- 
from other sources. , 


An overwhelming 67 percent of the '‘ “T T TT * 

student body turned out to vote last communications between the Student 

Thursday in the primary election for Association and the student body. “I 
Student Association officers for the think fewer students will criticize or 
1976-7,7 academic year. ignore the SA if '.we let them know 

Next year’s student executives are: what’s being done. If more people 
President, Deborah A. Frantz; Social realize that the Student Association 
Vice-President, Daniel Clark; Secre- j s actively functioning, I think many 
tary, Susan Beecher; and Treasurer, more studen(s wiU want t0 get in- 

Phil Peterson. volved in the SA.” 

Frantz, a junior mathematics-com- 
puter major from Reading, Pa., was Treasurer Peterson, a junior ac- 
elected the first female SA President counting major from Chicago, 111., 
in SJC history in Friday’s run-off. shares Beecher’s opinion of the value 

of communication in student govern- 
“Next year I hope to see our cam- . “Th* tllrnollt at -winn 


. . « , , . Trying to maintain this balance so 

communications between the Student , hat lhe fuU burden of in(lation need 

Association and the student body. “I no j. borne by the student is a dif- 

think fewer students will criticize or ficult problem. During the past year, 

ignore the SA if '.we let them know the 32 percent (non-student reve- 

what’s being done. If more people nues) broke down as follows: Gifts 

realize that the Student Association were ei S ht P ercent or $352,000, and 
„ ■ . . , . , investments and related items ac- 


says Crowley. 




68 % . 

/ 


counted for $310,000. Contributed 


more, students will want to get in- services is another $315,000. Auxil- 


volved in the SA.” i ar y enterprises contributed another 

Treasurer Peterson, a junior ac- $470,000. 
counting major from Chicago, 111., Crowley lists three objectives with 
shares Beecher’s opinion of the value regard to this coming year’s budget, 
of communication in student govern- “It is hoped that the budget can be 
ment. “The turnout at the election balanced, and that the faculty and 


n 


pus achieve the unity that is possible proved that student apathy is a myth; other employees will be able to re- 
on a campus this size. I feel that students will get involved if the SA ceive the raise they have not had 

til i i j . i • _ j __ _ ..i. o 


on a campus this size. I feel that students wiu get involved if the SA 
we’ll get a lot accomplished next j US |. tells them how to do it. Real 
year, especially if student participa- communication requires dialogue — 
tion in the Student Association con- besides telling the students what’s 
tinues to increase,” Frantz says. happening, the SA next year will en- 

Clark, sophomore communications courage student feedback. We’ll all 


A large majority of Saint Joseph's op- 
just tells them how to do it. Real two of the past three years. The third erating funds are derived from student 
communication requires dialogue — objective is to accomplish this while f ee s, including room, board and tuition, 
besides . telling the students what’s • keeping tuition and fee increases at Remaining • income sources are divided 
happening, the SA next year will en- a minimum,” he says. as follows: eight percent gifts, seven 


w happening, the SA next year will en- a minimum, ne says. as follows: eight percent gifts, seven 

Clark, sophomore communications courage student feedback. We’ll all The tuition and fee increase of 7.5 percent contributed services, ten percent 

major from Indianapolis, was elected do our jobs better when we under- percent here is below the national auxiliary enterprises and seven percent 


Social Vice-President. One of his pri- stand what the student body wants.” 
mary goals for the coming year is to 

“break up the monotony of the week. ^ . 

I feel that movies, low-key wine and \ / a / J a I a ^ * 

cheese parties, or beer and pizza n / ^ M lln 1 1^1 11^* 
nights would provide a welcome 

break on week nights and would not “The .whole situation was totally 
interfere with the academic atmos- irrational.” That’s how Father James 
phere of the school week.” Froelich describes the vandalism which 

Newly-elected secretary, Beecher, a took place on campus last weekend. 


stand what the student body wants.” average increase which ranges be- investments and miscellaneous. 


Vandalism-Irrational’ And ’Malicious’ 


The .whole situation was totally Father Froelich was standing in as mattress in the showers. Gallagher’s 
irrational.” That’s how Father James personnel deal in Dean Jerome "condition was not much better th an 
Froelich describes the vandalism which Hughes’ absence. Noll or Bennett. Other dorms, such 


Sixth Annual Little 500 April 10 


aghes’ absence. Noll or Bennett. Other dorms, such 

_ _ __ _ a __ __ as Merlini, Halas and Justin were in 

Drexel, Bennett and Noll Halls good condition. 


The glory of LeMans, the excite- 
ment of the Grand Prix, and the < 
thrills of Sebring are oh their way to ^ 
Pumaville. The festivities get under j 
way this Saturday when drivers, pit 
crews, race officials and fans gather j 
for the Little 500 time trials, begin- 
ning at 12 noon. The fastest kart to ( 
qualify during the time trials will jj 
win the pole position. The sixth an- 
nual race will take place Apr. 10 at 
12 noon. 

The Little 500 Go-Kart Race was 
first held at Saint Joseph’s in 1963. 
The name ‘Little 500’ was possibly 
more appropriate then because at 
that time the rules called for an en- 
durance race of 500 minutes. The 
race began at 8 a.m. and ended at 
4:20 p.m.; and instead of the three 
and. one-half horsepower limit placed, 
on today’s karts, 1963 Little 500 ve- 
hicles were “people-powered.” Each 
car was permitted two drivers and 
ten “pushers.” 

Introduction of motorized go-karts ' 
to the- annual event came in 1971. 
Since then the race has become in- 
creasingly technical^ and competitive. 


Surprisingly few karts have been 


entered in this year’s race, according tween $400-$500. 


were the main trouble areas. No es- 
timate on tjie total amount of damage 
done was available, but damage done 
to Drexel’s lounge alone ranged be- 


to Little 500 Chairman A1 Torok. He At first, the damage was discovered ''““"'"7 ^ 

cave “» e ni Mar 90 fnr% “accidentally,” according to Thomas Both Crowley and Froelich agree 

says as of Mar. 29, the deadline for ]r. Crowiey, Vice-President for Busi- that a small number, possibly ten 

registration, only 17 go-karts have ness Affairs. As a result of an exec- of the student body, is re- 

been entered.” In spite of the low utive board meeting, Crowley, Ralph sponsible for what Froelich termed 

number of entrants, (between 25 and A - Marini and Kenneth J. Zawodny Crowl . ey 

ju> Tnmir fooic ♦*,«,* made what was expected to be a that the other percent arent that 

ao^were expected), Torok feeis that routine tour of Drexel Ha ll to inspect wa y- But the y do ^ want to play 

'this- year’s race should be the “best *w Doliceman. and thev shouldn’t hav« 


Crowley stresses the financial set- 
backs incurred through these “malic- 
ious” acts. “All we want to do is 
balance the budget. This is difficult 
as it is, without the added expense 
caused by vandals.” 

Both Crowley and Froelich agree 
that a small number, possibly ten 


been entered.” In spite of the low utive board meeting, Crowley, Ralph 
number of entrants, (between 25 and A - Marini and Kenneth J. Zawodny 


yet.” 



made what was expected to be a the other 90 percent aren’t that 

routine tour of Drexel Hall to inspect wa y* Bu * they don’t want to play 
years race should be the best the rooms designated for prospective policemen, and they shouldn’t have 

students and to assess the general to. We do, however, need their help.” 
condition of the dorm. Froelich feels that “the other 90 


‘It was ridiculous,” declares Crow- 


Froelich feels that “the other 90 
percent is just as responsible. While 
students often complain about the 


ley. “Drexel's lounge was a disaster condilion 0( the dorms and the stu . 
area and a Hre Krtmguidier had ap- dents who cause problemSi they are 
parently been thrown through the seldom wiuing to do t0 

bathroom window, breaking not only remed the situation ... He .^thit 


the glass, but the frame as well.” 
The courtyard was covered with 


the personnel dean’s office is required 
to do a great deal of “detective work” 




broken beer bottles and garbage. The in , h ese -situations. FroeUch said that 


L a d W ci £ y are«e r buU t s reWn ^ “ lthou * h °‘ here Solved, only 

ana cigarette outts. some students received disciplinary 

As a Result of the administrative action. “We simply can’t act without 
visit, Drexel was clean by 4 p.m. proof,” he says. “Many students were 
However, that was only the beginning, intimidated and refused to sign state- 
Saturday Crowiey visited Noll Hall, ments regarding those involved.” 
“The first floor ^smelled like a rifle “It won’t happen again,” says 


“The first floor * smelled like a rifle 
range. The carpet was soaked at one Crowley. “If I have to make a tour 
end of the hall; the entire first floor of every dorm every week, I will 
was a mess,” he notes. A tour of Some individuals need more super- 
Bennett revealed such things as a vision than others.” 


TOROK 


i 




BICENTENNIAL 

SCRAPBOOK 


In a year when student apathy appeared to be at an 
all-time high, STUFF wishes not only to congratulate the 
winners of the recent SA election, but to commend all 
those who had the interest and ambition to run. 

The success of next year’s SA depends on the concern 
and participation of all students, not just the elected of- 
ficials. The Student Association is comprised of the entire 
student body; therefore, each student should take a sincere 
interest in its endeavors. 

We feel that the student body has Sleeted talented 
and capable representatives and we have a great deal of 
confidence in their abilities. Hopefully, their enthusiasm 


of the reasons young folks go 
away to college is, to gain new 
experiences, flex the muscles a 
bit, in other words to re-form 
their lives. Isn’t that strange? 
That word “re-form” appeared 
in the opening paragraph. Once 
a student comes to college he 
has many options placed before 
him, but they all seem to whittle 
down to two forms: (1) accept 
the world and all its incomplete 
answers, or (2) accept the heal- 
ing love of God. 


By BROTHER RICHARD WISE more than food, money, or phil- 
osophical thoughts. .Sometimes 
our own stupidity, or the use- 
lessness of our work and study, 
or our insignificance of being 
one in four billion can come 

with the 


Last / year some 30,000 to 
40,000 people descended on Notre 
Dame one weekend, and it was 
not even for a football game. 
These people were Christians of 
all races, age groups, and eco- 
nomic backgrounds who had 
come together for one reason: 
to praise God. These folks were 
not necessarily religious fanatics, 
but were convinced that if their 
lives were to have meaning it 
must be found in the Lord. In 
their search for a life purpose 
they discovered a need to re- 
form their lives, and be made 
whole. 


crashing down on 
force of a TWack truck. For one 

md naked 


brief second, 
before sociologists to ' be studied, 
or politicians to be manipulated. 
At that point we have a very 
clear option: (1) accept what 
the world has to offer as being 
the ultimate reality, or (2) ac- 
cept the all-encompassing love 
of God which frees us to grow 
into our fullness. 


It is my contention that most 
people are not satisfied with the 
prospect of being a college stu- 
dent all their lives, nor are they 
satisfied with acting and think- 
ing the same in their senior year 
as they did in their freshman 
year. People want to grow and 
mature. Essential to that ma- 
turation process is the practice 
of reforming their lives, and 
being healed of old wounds. 


&E T IN TUf CAR.J 
WE HAVJC TO C.VAEC K. 
OUT RCPOR.T 

of vatiu^Lisc'! 


The question is: how do you 
do that? The sociologist would 
suggest studying social struc- 
tures; the political scientist 
would suggest manipulating po- 
litical institutions; but I, the 
spiritual advisor, suggest per- 
sonal reformation, reconciliation 
between factions, and a genuine 
radical conversion of campus 
life. 


small portion of our students. Not only is this behavior 
annoying and inconsiderate, it is also very expensive. Ac- 
cording to both Thomas Crowley and Father James Froe- 
lich, vandalism is directly related to increased tuition *and 
student fees. * 

To cover the costs of repairs, tuition is raised. When 
tuition is raised, enrollment drops. When enrollment drops, 
funds which could have been used for our benefit are cut 
back. Aren’t you tired of paying for someone else’s “kicks”? 

It’s high time we stopped writing off these episodes as 
“puma pranks.” They are not pranks. They are examples of 
crude, immature behavior and should not be tolerated by 
students or administrators. 


It is my sinere hope that the 
student body in general will join 
with the new Student Associa- 
tion officers, and the new Pas- 
toral Council officers to renew 
the face of life at Saint Joseph’s 
College. 


Powerhouse Meets Campus Needs 


Since movies are so vital to 


plant serves 11 more buildings Dear Editor, 
now than it did in the 1920’s, 
and the per-building consump- 
tion of water and heat has in- 
creased. Old furnaces have been 
replaced with larger and more 
efficient ones to meet this chal- 
lenge. 

In addition, steps have been 
taken to save labor time since 
the days when coal was shovel- 
led by hand into furnace hoppers. 

Today, large trucks dump loads 
of coal periodically at the pow- 
erhouse, but years ago, coal was 
brought ip from the railroad in 
Rensselaer. 


were relocated to their present 


the students, it is unfortunate 
that the school continues to 
make do with sadly outdated 
and worn projectors. Admittedly, 
a new set of projectors would 
represent a great investment on 
the part of the college, but 
should the school get another 
50 or so years out of the new 
machines as they did with the 
old machines, the money will 
have been well spent. Perhaps 
the new SA officers could initiate 
an investigation into the matter. 
The present projectors provide 
more aggravation than enter- 
tainment. 

Thank Tou 


position north of Science Hall 
in 1922. Secondly, the old farm 
buildings (a horse barn, a chick- 
en coop and the pig sties) w^ich 
stood ifr^the vicinity of present 


The Student Association of 
this college spends a great deal 
of money renting recent movies 
for the enjoyment of the student 
body. Often we are treated to 
first-rate films, many of which 
are shown in- connection with 
certain academic endeavors or 
the Core program. 

Due to the fairly limited types 
of social events and entertain- 
ment available to us, cinema 
plays a very important role in 
terms of diversion through the 
year. 


Visitors approaching Saint removed another kind of scent 
Joseph’s College from any di- from the central campus. 

Motion first notice three domi- A|though the huge smokMtack 

nant elements in e ea p m0 st striking feature of 

skyline: the twin towers of tne ° 

chapel, the water tower and the the current powerhouse, the 
140-foot high powerhouse smoke- large hidden tunnel is even more 

impressive. This tunnel, pine and 

v _ . ' . „ 11C . one-half feet by six and one-half 

This current powerhouse, . , , . 

, . , . , . . ot ,j feet, was laid from the new 

w ic provi es am powerhouse to just east of the 

clean water to a 1 of the 15 ^ , length of 300 feet, 

major college buildings except ^ , hen 

run to the 

Drexel Hall (which has a separ- , _ . 

. .. v , .. . .. .vj.j chapel, Science Hall and other 

ate heating plant), is the third , .... , . 

. ,, .. . campus buildings; snow and ice 

in college is ory. understandably don’t stay long 


Senate President 


Published bi-weekly during 
the school year, except 
during calendar holidays of 
Thanksgiving, Christmas and 
Easter by students of Saint 
Joseph’s College, R e nss elaer, 
Indiana. Entered as second 
class matter Sept. 2, 1937, 
at the Post Office In Ren- 
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rate Is $3.50. Advertising rate 
Is $3.00 per column Inch. 


Powerhouse number one stood 
immediately behind the old Ad- 
ministration Building during 
1891-1904, and it was felt it 
stood too close by for either 


“Student apathy” is no more. 

That tired cliche , invariably 
spoken with a sigh or a moan, 
is henceforth a forbidden phrase, 
an anachronism, and a big no-no. 
From now on it is neither a valid 
excuse nor an acceptable lament. 
Don’t use it in speech or writing, 
or else. 

SA elections are positive proof 
that i976-77 will see an involved 
and attentive student body who 
will demand much of the Stu- 
dent Association. The election 
produced a wide variety of can- 
didates for each office; a whop- 
ping 67 percent of the student 
body voted in the primary elec- 
tion. And more than one-half ^f 
the Pumas returned to vote in 
the run-offs. 

Joe Puma has become more 

<3 

discriminating — the average 
student needs more to content 


safety or cleanliness. 


In 1904, when the “Old Gym” 
was just being built, a new 
powerhouse was built farther 
west from the first one. Today 
this same building houses the 
campus post office and janitor- 
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At its Mar. 23 meeting, the 
Student Senate passed a motion 
directing me to retract state- 
ments I had made concerning 
the impeachment of the SA 
secretary. The Senate felt that 
my remarks, published in the 
Mar. 26 issue of STUFF, were 
subjective and should not have 
been made in my position as 
Senate President. In compliance 
with the Senate^ directives, 1 
hereby retract those remarks. 


Editor . . . Kathryn O'Brien 

News -Paul Mlsniak, 

Mary Ann Mitchell, Barbara Doan, 
Eileen McGInnity 

Cartoons Ward Williams 

Photography Editor. Mark Sahre 

Feature Editor Eileen McGInnity 

Advisor . . . . ... Charles J. Schuttrow 
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Puma Hitters Off To Fast Start 
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Saint Joe baserunners rounding third and heading for home were a 
frequent sight for visiting Purdue-Calumet Mar. 24 on the Puma 
diamond. Here Pete Emer heads home during a 13-2 rout of the 
Pipers. 

U 

Cagers Seek New Coach; 
Weinert Gets New Job 


One of the most successful 
coaching tenures in Saint 
Joseph’s athletic history came to 
&n end Mar. 24 when Bowling 
Green State University of Ohio 
announced it has hired John 
Weinert as its new head basket- 

rr • - 

ball coach. 

Saint Joseph’s Director of 
Athletics Richard S c h a r f an- 
nounced that applications to fill 
the Pumas’ head basketball job 
are being sought; approximately 
75 applications have been receiv- 
ed and Scharf hopes to appoint 
a new coach within two to three 
weeks. 

Weinert, 43, compiled a 72-39 
record in four seasons at Saint 
Joseph’s and his teams complet- 
ed an unprecedented three 
straight NCAA tournament ap- 
pearances last month. 

“Any coach who loves coach- 
ing dreams about a chance to 
coach at a major school, and I 
am proud and honored to be 
chosen by Bowling Green,” Wein- 
ert says. “I certainly will miss 
Saint Joseph’s because of all the 
friends and fine relationships I 
have there, but already I am 
looking forward to producing 

Volleyball Title 
Playoff Near 

With only a little more than 
one week to play, 22 coed volley- 
ball teams are seeking eight 
playoff spots to determine the 
champion. The Purple Division 
sees four teams dominating ac- 
tion. The Country Club, at 6-0, 
and Greg Stegeman’s Flying Cir- 
cus, at 5-0, "remain undefeated, 
while the T.U.T.’s and Guaynabo 
Mets are only one game behind 
at 5-1. 

In the Red Division, however, 
a tense battle is taking shape 
for all four playoff berths. The 
Fried Frog Legs at 6-1 are one 
game ahead of the Mighty Big, 
Losing Streak and Wasted Won- 
ders, all 4-2, while Perthy and 
the Gang are 3-2. Regular-season 
action concludes Apr. 5, with 
tourney matches slated Apr. 8. 

With the conclusion of volley- 
ball, coed softball will enter the 
scene, starting Apr. 6. The 16- 
inch action runs through the 
conclusion of the semester. 

Thanka- to the weatherman’s 
lack of cooperation, IM action as 
of late has been curtailed. Twelve 
and 16-inch softball tournaments 
are in progress, but rain and 
cold have led to many cancella- 
tions. 


Mid-American champion sat 
Bowling Green.” J 

By virtue of his appointment, 
Weinert will become a direct 
coaching rival of his predecessor, 
at Saint Joseph’s, Jim Holstein. 
Holstein is coach of Ball State, 
another Mid - American Confer- 
ence member. 

After Weinert’s first team 
compiled a 14-11 mark at SJC, 
his 1973-74 club went 20-10 and 
won the NCAA Great Lakes 
Regional title. His 1974-75 team 
roared to a 21-7 mark, winning 
17 games in a row for a school 
record, claiming SJC’s first un- 
disputed Indiana Collegiate Con- 
ference crown ever and partici- 
pating in a second straight Great 
Lakes Regional. 

This past winter, his Pumas 
finished 17-11 and again partici- 
pated in the Great Lakes Re- 
gional. 


Saint Joseph’s baseball Pumas 
carried a 4-5 season record into 
today’s home doubleheader 
against Marian College of Indi- 
anapolis, following Tuesday’s 
twi-night doubleheader at Hunt- 
ington (Ind.) College. 

SJC hammered out ten hits 
during a 13-4 win in the opener, 
but the Pumas were limited to 
three hits while dropping the 
nightcap, 3-0. , 

Saint Joseph’s launched its 
1976 baseball season at Evans- 
ville Mar. 17 by splitting a 
doubleheader with Indiana State 
-Evansville, winning the opener 

4- 0 before dropping game two, 

5- 4. 

“Barry Blane pitched an out- 
standing game and we played 
super defense in both games,” 
assessed SJC coach George Post. 
“For the most part, this was a 
very good start for us, and now 
we will aim to show steady im- 
provement.” 

Blane blanked the Eagles on 
just three hits in the opener, as 
the Pumas broke open a tense 
pitchers’ duel in the fifth when 
Blane tripled and Mike Luck, 
former Tri-County ace, squeezed 
him home with a nifty bunt. 

SJC made it 2-0 in the sixth 
after Nick Calo singled and 
stole second. On the steal, the 
catcher’s throw went into center- 
field, and when the cenferfielder 
overran the ball, Calo came all 
the way home. 

Centerfielder Calo showed why 
he is fast becoming one of Saint 
Joseph’s top offensive baseball 
threats at Evansville Mar. 18 as 
the Pumas split a twin bill with 
Indiana State-Evansville for the 
second day in a row. 

Calo launched all six run- 
scoring innings for the Pumas 
with singles or walks as SJC 
flashed signs of solid hitting, 
pitching and defense that indi- 
cate brighter days lie ahead for 
this club. 


Klamrowski Wins MVP 


Saint Joseph’s Gerry Klam- 
rowski has been named the most 
valuable player in the Indiana 
Collegiate Conference for 1975- 
76, and he is joined on the 
league’s all-star first team by 
the Pumas’ Kyle Wiggs. 

It marks the fourth consecu- 
tive year that SJC has claimed 
the most valuable player in the 
league. Jim Thordsen had cap- 
tured the honor for an unprece- 
dented three consecutive years 
before Klamrowski. 

Klamrowski led the league in 
scoring with a 19.5 average and 
in assists with a 5.4 norm. 
Wiggs was the ICC’s top re- 
bounder and he ranked sixth in 
the scoring with a 16.9 average. 
Duane Gray of the Pumas land- 
ed a third-team berth, while SJC 
coach John Weinert finished sec- 
ond in coach-of-the-year voting. 

“It’s really a deserving honor 
for Gerry, because he meant so 
much to us this season,” reports 
Weinert. “He took charge as our 
floor leader, directed the offense 
with precision and helped make 
us an unexpectedly strong chal- 
lenger for the league champion- 
ship.” 

Wiggs, the second-leading re- 
bounder and sixth-leading scorer 
in Saint Joseph’s basketball his- 
tory, has been invited to partici- 
pate in the annual Indiana-Ohio 
college all-star basketball games 
this month under the sponsor- 
ship of Sertoma Charities, Inc. 

IndianaT^lLstar jiquad is com- 
prised of the players chosen by 
game directors as the ten out- 
standing senior college cagers 
in the Hoosier state. 



^STRKE OUT Rai 

mimic 


ISUE needed three runs in 
the opening stanza of the first 
game to salvage a 6-3 win be- 
fore the Saints tallied the game- 
winning run in the seventh 
frame of game two to take a 
*5-4 victory. » 

Illinois Benedictine .employed 
solid hitting here Mar. 23 to 
claim a 13-10, 9-2 sweep of a 
baseball doubleheader with Saint 
Joseph’s. 

Saint Joe was not without 
fireworks offensively, however, 
and Post found this was the most 
encouraging aspect of the twin 
bill. “We hit the ball solidly 
most of the day, and we had 14 
hits in the first game alone,” 
he noted. 

“Enrico Heirman hit a* home 
run in the first game for usl 
and I was particularly pleasedP 
with Mark Oliver’s two - run 
pinch triple for us in the first 
game which tied the score at 
10-10 after six innings.” 

Saint Joseph’s put on its hit- 
ting clothes and Barry Blane 
fired a nifty six-hitter here Mar. 
24 as the Pumas hung a 13-2 
shiner on Purdue-Calumet. 


PUMA PRINTS 


SJC wasted no time in decid- 
ing * the affair with a six-run 
first inning. Two Pnrdoe-Celn- 
met errors plus walks to Gep- 
hart and Mark Hahn helped 
matters, but the key blows were 
run-scoring singles by Emer and 
Heirman, and Oliver’s two-run 
double. 




Puma centerfielder Nick Calo 
chugs into third base against 
Illinois Benedictine after moving 
around from first base on Pete 
Enter's single. 


Wiggs and Klamrowski also 
have been named to the Wabash 
College all - opponent basketball 
team for the 1975-76 season. In 
addition, Wiggs joined Edgar 
Jones of the University of Ne- 
vada at Reno in being named 
the outstanding players to op- 
pose the Little Giants this sea- 
son. 

Wiggs totalled 35 points and 
23 rebounds in two outings 
against Wabash this season, 
while ' Klamrowski scored 28 
points and added 12 assists as 
SJC whipped the Little Giants, 
88-75 and 87-66. 


Saint Joseph’s new electric base- 
ball scoreboard sits directly in 
front of the new press box aside 
the visitors’ dugout. The score- 
board was presented to the base- 
ball program by Amelect, Inc., 
of Goodland, and the press box 
was built with funds provided by 
the Puma 100 Club. 


His Work's Never Done 

It takes a lot of people to keep an Intercollegiate athletic program 
moving smoothly, and one of the most essential Individuals In Saint 
Joseph’s Department of Athletics Is Herman Wlltfang, who doubles as 
varsity athletic equipment manager and custodian of Alumni Fleldhouse. 

A native of Morocco, Ind., Wlltfang was a farmer near Remington be- 
fore he first came to Saint Joseph’s In 1965. After working in the janitorial 
department for two years, he took his current job In the fleldhouse In July, 
1967. 

~Jm ■*! * • I • . - , • - r ■; 

“This has really been an enjoyable job; If I didn’t like it I wouldn’t still 
be here after these last eight years,” he says. “As with most Jobs, this one 
has its rewards and headaches, but I simply find It a pleasure to work with 
our athletes and coaches, who have been so cooperative and helpful. The 
biggest drawback Is the long hours, because you get older every year.” 

Wiltfang’s long workday starts at 7 am. and often runs through early 
evening, and of course these hours are extended still more during home 
basketball games. From mid-August through early May the Pumas’ athletic 
program keeps him hopping, then during the summer he’s busy making 
the repairs, purchases and improvements time doesn’t permit during the 
school year. 

By virtue of sheer numbers of athletes Involved, football presents 
Wiltfang’s most challenging task. “You must be prepared to dress 80 play- 
ers for practice sessions and somewhat less for a game, of course due to 
the NCAA limit on this,” he explains. "I would estimate It takes about 
three hours to prepare and distribute equipment for a game, then- after the 
game the players return their gear to our equipment room and It takes five 
hours to wash and clean all the equipment.” 

During one week in the fOOtball season, Wlltfang can anticipate a 
work week of approximately 60 hours. Since there is less total equipment 
and fewer athletes In basketball and baseball, the hours may be slightly 
less during winter and spring, but this hardly means It’s time to relax In 
the equipment room. 

“In basketball, we handle the equipment for 25 players, and the day of 
a home game is always very busy because I must get the fleldhouse Itself 
ready for the game,” he relates. “I pack the uniforms for the players for 
road games too, so between games and dally practice sessions In basket- 
ball, there Is always something to do.” 

Baseball starts with about 40 players In late winter and trims down to 
25-30 athletes by the start of the season In March, and the same routine of 
daily practices broken only by game dates keeps the equipment room on 
the go. 

It’s not easy to save money in these Inflationary times, and all college 
athletic departments, now trapped In a crunch for funds, are beginning to 
look longer and harder for cost-saving avenues than ever before. 

Even before inflation reached such staggering levels, however, Saint 
Joseph’s College had found savings in Its athletic equipment manage- 
ment, closely supervised by Wlltfang. 

“We try to keep all our athletic equipment properly repaired and we 
practice preventive maintenance with our athletic facilities,” explains 
Wlltfang. “Take the equipment, for example. We recondition our equip- 
ment and constantly repair it because this makes It last longer and cuts 
down on the amount of new purchases. 

> 

“As for our facilities, in Alumni Fleldhouse I refinish the basketball 
floors and assist In repairs to the baseball dugouts dr football blea c her s 
when necessary. My general rule of thumb Is to handle all the routine 
maintenance Immediately when It’s needed, because this keeps little 
troubles from developing Into big ones later on.” 


I 






Jo Ann Erhart was voted Presi- ier Club, Bob Werderitch, along 
dent, Bobbi Jensen will serve with Secretary Laura Krakovski, 
npvt. ve nr as Vice - President. Treasurer SlWon Borger, and 

qyork closely with 
is Office. This 
with prospective 
g tours, housing 


"Saint Joseph’s campus clubs 
play an important role in stu- 


Mary Lou Conlon as Secretary, 
and Pam Hurley as Treasurer. 
Karen Sweeterman will handle 
public relations. Apr. 13 the club 
will sponsor a language arts 
workshop in the Math Lab from 
4-5 p.m. 

Current President of the Cour- 


code 312-341-1198, or writing to 
the Illinois School of Profession- 
al Psychology, Planning and In- 
formation Office, 185 North Wa- 
bash Avenue, Chicago, Illinois 
60602. 


Gerry Vahary (left) and Bill Russell make preliminary adjustments 
on their go-kart in preparation for Saturday’s Little 500 time trials. 
Vahary won the race last year and his team finished among the 
leaders in the 1973 and 1974 races. 


Butler University is sponsor- 
ing its annual Romantic Music 
Festival Apr. 20-25 at 8 p.m. 
The cost is $3.50 a night. For 
more information write to: But- 
ler University Romantic Festival, 
4600 Sunset, Indianapolis, Indi- 
ana 46208. 


Students Eligible For Summer 
Technology Assessment Grants 

By BARB DOAN (TA) is relatively new, a brief 


STUFF recently received a 
letter from Mrs. Gerry Stevens, 
a representative of the, Seven 
Sorrows of Our Sorrowful Moth- 
er Infant’s Home. She states 
that the home offers help to 
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unwed mothers, unwanted infants 
and prospective adoptive parents. 
Mrs. Stevens invites anyone in- 
terested in this Christian altern- 
ative to abortion to telephone 
area code 608-565-2417 or write 
Box 905, Necedah, Wisconsin 
54646. 


Special recognition, in the 
form of honorary degrees, will 
be given to four professors at 
the academic awards banquet 
Apr. 6. The honorees are: Paul 
E. Kelly, professor of market- 
ing; Father Edward M. Roof, 
professor of Latin; Thomas M. 
Ryan, professor emeritus of 
education; and Father Urban J. 
Siegrist, professor of biology. 


The Center for Technology WQrd « technology , 


Assessment and Policy Studies - n the broadest possib i e sen se. 
(CTAPS) has announced the Ifc includeg socia , and 

availability of ten summer fel- other « software „ technologies, 
lowships in technology assess- flg we „ ag those related to hard _ 

ment. CTAPS is locate on t e ware t A is a policy-planning 
campus of Rose-Hulman Insti- tool by means of which one can 
tute of Technology in Terre systematically 

examine societal 

Haute, a member of the Lilly effectg that may result when 

Endowment -sponsored Continu- techno logy is introduced, extend- 

ing Conference for the Liberal ed or modified Emphasis ia 
Arts. Saint Joseph’s students, giyen to the search for conse . 

along with students rom e q Uences w hich are unintended, 
20 other member institutions of indirect Qr delayed TA draws ita 

the conference, are eligible for input from the entire spectrum of 
consideration for the fellowships eg interested in a probIem 

Since Technology Assessment. and attemptg to produce a get 

of options and attendant results 
- ■ ♦ I upon which a policy decision can 

nrp Sriiriipn be made. 

Student Fellows will spend 
eight weeks (June 20- August 

13) on the Rose-Hulman cam- 
pus working closely with one 

another and with several faculty 
members of the Institute in the 
execution of TA studies. 

The fellowship for students 
selected will include room and 

board for the eight-week period, 
an allowance of $100 per week, 
and reimbursement for travel to 
Terre Haute from the partici- 

pant’s school and return. 


Father Charles J. RObbins, 
Registrar and Director of Finan- 
cial Aids, will be the guest Sun- 
day on radio station WJCK’s 
“Saint Joe Forum” at 5 p.m. 
WJCK is 97.7 on your FM dial. 


The Illinois School of Profes 


President of the History Club, 


sional Psychology invites college 
seniors and graduate students 
interested in pursuing advanced 
study and training in profession- 
al psychology to contact them 
for information by calling area 


reports that a meeting will be 
held Apr. 7 to elect new officers. 
A year-end party will follow 
the meeting. 

The Education Club elected 
new officers at its last meeting. 


Where does social power and portunity to test classroom 

theories in a real setting. 

o *■ v . • 

“Purpose one is to be reached 
by contrasting the patterns of 
power and influence in the five 
counties; the second goal was 
reached when the five research- 
ers wound their way over Clinch 
Mountain and cajoied numerous 
people to share their understand- 
ing of local power with them,” 
Dr. Ryan reports. 

“In many cases, the informa- 
tion was quite difficult to obtain 
because of the control that two 
people had in this rural county. 
You don’t get people to finger 
power behind the scenes too 
easily when you are an outsider 
and an unknown who might re- 
port the conversation to someone 
else in the community.” 

One major finding thus far in 
the study is that Jasper County 
tends to have a power structure 
that is dispersed among many 
people in various areas. Roane 
County, on the other hand, con- 
sists of a pyramidial power 
structure with only a few indi- 
viduals being influential in all 
areas of the county. 

While in east Tennessee, the 
students also visited the other 
two counties studied by fellow 
SJC researchers. 

“Conducting research was the 
purpose of our trip, but we also 
had time to enjoy a few leisure 
moments visiting the Oak Ridge 
Atomic Energy Museum, touring 
the Smoky Mountain National 
Park, having a picnic with Ten- 
nessee college ' students and eat- 
ing r a typical east Tennessee 
dinner,” Dr. Ryan says. 


High Schoolers 
To Visit Campus 


Four Saint Joseph’s College so- 
ciology majors and their pro- 
fessor delved into this question 
during the Mar. 10-22 spring 
break by visiting Roane County 
in Tennessee’s eastern moun- 
tains. 

Sue Beecher (junior, Roches- 
ter, Ind.), Karen Davis (junior, 
Rensselaer, Ind.), Ann Pantle 
(junior, Skokie, 111.) and Janice 
Simonelli (junior, Everett, 
Mass.) joined Dr. M. Desmond 
Ryan, Chairman of the Depart- 
ment of Sociology, in a week of 
interviewing county residents to 
determine the nature of power 
and influence in rural counties. 

This field research is part of 
a five-county comparative study 
of rural power structures begun 
by Dr. Ryan and his brother, 
Dr. Thomas Ryan, who is a 1959 
Saint Joseph’s graduate and an 
associate professor of English 
education in the University of 
Tennessee College of Education. 
It was the second team of SJC 
student researchers to enter the 
Tennessee mountain communities 
the study began three 
years ago. 

Previously, the group has 
studied Newton and Jasper 
Counties in Indiana, plus Mor- 
gan and Hancock Counties in 
Tennessee. Dr. Thomas Ryan 
and Dale Doak of the University 
of Tennessee facilitated the in- 
terviews in that state. 

Two purposes underline the 
rural power study: to determine 
whether rural power structures 
differ by location, and to alldw 
undergraduate students an op- 


By JAMES OLSEN 

If you get the feeling that 
there are a lot of unfamiliar 
faces in the cafeteria this week- 
end, it’s because 68 new faces 
arrive Friday from seven eastern 
states for an overnight visit to 
Saint Joseph’s College. 

The campus will host 40 male 
and 28 female high school sen- 
iors from New York, New Jer- 
sey, Connecticut, Massachusetts, 
Pennsylvania, Rhode Island and 
Maryland. These prospective stu- 


Apr. 2 — Movie, “Take a 
Hard Ride,” 10 p.m., auditorium. 

Apr. 3 — Little f>00 time 
trials, 12 noon. Mixer, 9 p.m., 
Halleck Center ballroom, featur- 
ing Faith. 


CTAPS, founded in 1973, is 
funded by a Lilly Endowment 
grant with additional support 
from the Shell Oil Corporation 
through its Shell Assists Pro- 
gram. * 

CTAPS professes three goals: 
to introduce students, faculty 
and staff to the concepts of TA; 
to stimulate dialogue between 
technologists and humanists by 
demonstrating the necessity for 
cooperative efforts in the analy- 
sis and solution of societal pro- 
blems; and to develop an aware- 
ness among undergraduates of 
the interdependence of science, 
technology and human values. 

“Because there are 21 schools 
in the Conference and only ten 
fellowships available, applicants 
must be very competitive,” states 
Dr. John Nichols, Core Coordi- 
nator. “Students interested . in 
applying must send a resume, a 
letter of reference, and a copy 
of their" transcript. Applicants 
may be from any major, and 
credit at SJC will be arranged 
accordingly.” 

The deadline for application 
is May 1. Interested students 
should contact Dr. Nichols as 
soon as possible. 


Apr. 4 — Movie, “The Rein- 
carnation of Peter Proud,” 10 
p.m., auditorium. 

Apr. 6 — Academic awards 
dinner, 6 p.m., Chapel dining 
room. 


dents will experience campus life 
until Saturday night, at which 
time they will board their char- 
tered bus and set out for points 
east. 

The aim of the Admissions 
Office in bringing these students 
to SJC is to offer a first-hand 
look at the campus and a taste 
of Puma social life. Friday after- 
noon they will meet and talk 
with profs at an informal gath- 
ering in ' Gaspar Lounge. The 
visitors will spend Friday night 
in the dorms with SJ C students 
who have offered to take in an 
extra roommate for a night. 

Saturday, the visitors can 
watch Little 500 time trials and 
visit the Admissions Office, 
which will remain open to offer 
ideas and advice to the prospec- 
tive Pumas. The bus will depart 
for the east coast following Sat- 
urday pight’s mixer. 


Apr. 8 — Class elections. * 

, Apr. 9 • — Last day for class 
withdrawal. Play, “A Night at 
the Theatre,” 7:30 p.m., auditor- 
ium. Mixer, 9 p.m., Halleck Cen- 
ter ballroom, featuring Peepin’ 
Tom. 


Apr. 10 — Little 500 Race, 
12 noon-4 p.m, Play, “A Night 
at the Theatre,” 7:30 p.m., audi- 
torium. Little 500 dance, 9 p.m., 
Halleck Center cafeteria, featur- 
ing Eden Rock. 


since 


Apr. 11 — Play, “A Night at 
the The Theatre,” 7:30 p.m., 
auditorium. Movie, “Cooley 
High,” 10 p.m., auditorium. 

Apr. 12 — Concert, featuring 
SJC jazz orchestra, 7:30 p.m., 
auditorium. 

Apr. 13 — Concert, featuring 
SJC chorus, 7:30 p.m., auditor- 
ium. 



